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AUGUST 1,1967 




DIGITAL EQUIPMENT CORPORATION • MAYNARD, MASSACHUSETTS 



PDP-8 PRICE LIST 



Computer Standard PDP-8 Computer, Table Top or Rock Mountable Version 

(including ASR-33 Teleprinter) does not include cabinet. 

Memory Type 183 Memory Extension Control . Allows extension of core 

memory up to 32,768 words in increments of 4,096 words. 

Memory Type 184 Memory Module. 4,096 word core memory w/o parity. 

with parity. 

Parity Type 188 Memory Parity option. Installed in central processor 

with parity control . Purchased with computer 
($3250/4K module when field installed plus field installation at 
$15.00/hr., $200 min. and return of replaced stack) 

Multi-Divide Type 182 Automatic Multiply-Divide. (Includes long shifts and 

normalize.) 

Multiplexer Type DM01 Data Channel Multiplexer. Provides high speed transfer 

between core memory and seven I/O devices. 

Power Failure Type KROl Power Failure option allows contents of live registers to 

Protection be stored in core memory when power begins to fail and restarts the 

program when power returns. 



$18,000* 

1,500 

7,500* 
8,700 

2,000 

3,500 
2,700* 
600 



Paper Tape 

Paper Tape 

Paper Tape 
Cards 

Cards 
Cards 



Readers and Punches 

Type PC02 High Speed Perforated Tape Reader and Control . Senses 
8-hole perforated fan-fold paper or Mylar tape photo-electrical ly 
at 300 characters per second. 

Type PC03 High Speed Perforated Tape Punch and Control . Punches 
8-hole fan-fold at 50 cps. 

Type PC01 combination of PC02 Reader and PC03 Punch. 

Type CR01C Low Speed Card Reader. Reads standard punched cards 
at rates up to 100 cards per minute. 

Type 451 A Card Reader and Control. Reads standard punched cards 
at rates up to 200 cards per minute. Cards are read optically, 
column by column, in binary or alphanumeric modes. 

Type 45 IB High Speed Card Reader and Control. Reads standard 
punched cards at rates up to 800 cords per minute. 



2,500* 

3,000* 

4,800* 
4,100* 

14,900 
25,600 



Transport 



Magnetic Tape 

DECtape System. Provides a fixed address magnetic tape facility 
for high speed loading, readout and program updating. 

Type TU55 Tape transport. 

Type TCOl Automatic Control Unit. Controls up to 8 

Type TU55 Tape Transports. 



2,350* 
7,400* 



*Does not include enclosure cost. 



Control 



Transport 



Transport 



Drum 



Type TC58 Automatic Magnetic Tape Control. Controls up 
to 8 magnetic tape transports automatically, using the 3 cycle 
Data Break facility on the PDP-8. Either 7-track or 9-track 
tape units may be attached to the TC58. Recording densities 
are selectable under program control. 

Type TU20 Magnetic Tape Transport. Reads and writes 
7-track IBM-compatible magnetic tape at 45 ips and 200/556/ 
800 bpi . Requires Control, Type TC58. 

Type TU20A Magnetic Tape Transport. Reads and writes 9-track 
IBM-compatible magnetic tape at 45 ips and 200/556/800 bpi. 
Requires Control, Type TC58. 

Type 251 Serial Magnetic Drum System. Transfer blocks of 
12-bit words automatically. 



$10,000* 



Type 251 A 
Type 25 IB 
Type 25 IC 
Type 25 ID 
Type 25 IE 
Type 25 IF 
Type 25 IG 



8,192 words 

16,384 words 

32,768 words 

65,536 words 

131,072 words 

196,608 words 

262 , 1 44 words 



Type DF32 Disc File and Control. Random-access, bulk storage 
device and control operating through 3-cycle Data Break facility 
on the PDP-8. Storage capacity - 32K, 13-bit words. Data 
Transfer Rate - 66 |jsec per word. (60 cycle power) 

Type DS32 Expander Disc Surface. 32K, 13-bit words, (up to 
3 DS32 units can be added to the DF32, for a maximum capacity 
of 131,072 words). 



12,000 



13,000 



18,800 
19,500 
21,500 
24,700 
30,700 
37,500 
43,600 

6,000* 



3,000* 



Printers and Plotters 



Printer 



Plotter 



Type 645 Automatic Line Printer and Control. Prints 300 line 
per minute, 120 columns per line, any one of 64 characters 
per column . 

Type 350B Incremental Plotter and Control. 



Includes 

Calcomp 

Model 



Step 

Size 

(inches) 



Speed 
(steps/ 
minute) 



563 0.01" or 0.005" 12,000 

565 0.01" or 0.005" 18,000 



Paper 
Width 
(inches) 



31 
12 



28,900 



13,400* 
8,900* 



Display 



Display 



CRT Displays 

Type 34D Oscilloscope Display. Plots data point by point on 
Tektronix Oscilloscope Model RM 503. Three selectable in- 
tensity levels. Ten bits per axis. 

Without Oscilloscope. 

Type 30N Precision CRT Display. Plots data point by point on 
16-inch cathode ray tube. Separately variable 10-bit X and Y 
coordinates. Eight selectable intensity levels. 



$ 3,600* 

2,800* 
13,400 



*Does not include enclosure cost. 



Lighf- Pen Type 370 High-Speed Light Pen. Uses fiber optic light pipe and ] ,625 

photomultipiier system for fast detection of information displayed. 
For use with Type 34D and SON displays. 

Anolog-to-Digitol Converters and Multiplexers 

A-D Type 189 Analog-to-Digital Converter. A successive approxima- 1,450 

tion analog-to-digital converter with selectable accuracy of up 
to 12 bits. Uses PDP-8 registers. 

A/D and Type AFOl A Analog-to-Digital Converter and Multiplexer . Sue- 

Multiplexer cessive approximation ADC with switch-selected word length from 

6 to 12 bits and conversion times from 9 to 35 psec. Multiplexer 
uses A121 switches to handle up to 64 single-ended inputs and 
analog signals from to -10 volts. Other ranges available by 
using Amplifier, Type AH03. Random and sequential selection 
of multiplexer channels. 

Analog-to-digital converter and multiplexer control 4,500* 

Multiplexer switch. Type A121 (implements four (4) channels) 65 

Amplifier, Type AH03 (between ADC and MPXR) 300 

Eight-channel sample-and-hold control. Type ACOIA (requires 1 ,600* 

one (1) sample-and-hold. Type AH02 per channel implemented) 

Sample-and-hold, Type AH02 (between ADC and MPXR or with 500 

Type ACOIA) 

A/D and Type AF02A Analog-to-Digital Converter and Multiplexer. Same 

Multiplexer as Type AFOl A except can expand up to 1024 channels. Requires 

one (1) amplifier. Type AH03, for each group of 128 channels. 

Analog signals from + 1 to - 1 volts. 

Analog-to-digital converter and control: 

For up to 128 channels 7,300 

For up to 256 channels 7,700 

For up to 512 channels 9,300 

For up to 1024 channels 12,500 

A/D and Type AF03A Analog-to-Digital Converter and Multiplexer. 

Multiplexer For differential, multiplexed analog-to-digital conversion 

systems. Successive approximation ADC with switch-selected 
word length from 6 to 12 bits and conversion times from 9 to 
35 |jsec. Uses differential amplifier between ADC and each 
group of 64 or 128 channels. Can expand to 1024 channels. 
Uses Alll switches. Requires one (1) amplifier. Type AGOl , 
for each group of 64 or 128 channels and one (1) switch. Type 
Al 1 1 , for each two (2) channels. 

Analog-to-digital converter and control: 

For up to 64 channels $ 7,900 

For up to 128 channels 9,100 

For up to 256 channels 10,800 

For up to 512 channels 13,800 

For up to 1024 channels 18,300 

Multiplexer switch. Type Alll (implements two (2) channels) 93 

Differential amplifier. Type AGOl , first 1,200 

Each additional amplifier 1,000 



*Does not include enclosure cost. 



Scanning IDVM Type AF04A Scanning Digital Voltmeter System. Guarded 

scanning digital voltmeter system with ranges from ±10 mv to 
±300v with automatic ranging, 300 percent over ranging, 
and 0.001 percent resolution. 140 db common mode noise 
rejection. Integrating digital voltmeter and sequential or 
random addressing scanner. Can expand to 1000 channels. 

For up to 200 channels $16,000 plus $200 per 10 channels 

Above 200 channels Add $1 ,200 per 200 channel group 

plus $200 per 10 channels 

D-A Type AAOIA Digital-to-Analog Converter. Converts 12-bit 

Multiplexer binary numbers to analog voltages. 

Including one 12-bit D/A 1,600* 

Including two 12-bit D/A 2,200* 

Including three 12-bit D/A 2,800* 

Data Communication Equipment 

Communications Type 680 Data Communications System. Provides interface for up 

to 128 Teletype Stations. (See 680 Product Bulletin for more in- 
formation and prices. 

Type 681 Data Line Interface. 1 ,500 

Type 685 Serial Line Multiplexer (For up to 64 lines). 4,300* 

Type W750 Teletype Line Unit (One required per Teletype). 100* 

Teletype Systerr PT08B Control (Rack mountable) 800* 

PT08C (Rack mountable - controls two Teletypes) 1 ,500* 

PT08F Control for 103 Dataphone (Rack mountable) 900* 

Teleprinters Spare Send/Receive Keyboard Sets. 

Model 33 RO $ 825 

Model 33 KSR 900 

Model 33 ASR 1 ,200 

Model 33 ASR (Sprocket Feed) 1 ,500 

Model 35 KSR 2,500 

Model 35 ASR 4,000 

Equipment Bays 

Cabinets Type CAB-8A, free standing base cabinet with winged table. 1 , 1 00 

Type CAB-8B, free standing base cabinet with rectangular table. 1 ,000 

Type CAB-1 , expander cabinet, full-length French doors, no 500 
end panels. 

Type CAB-3, expander cabinet, for use with "operator-accessible" 650 
options such as DECtape, etc., no end panels. 

End Panels (Set of end panels for standard cabinets.) 100 

Spare Parts 

Spares Recommended spare parts and components for standard PDP-8 and 

ASR-33 Teleprinter. 2,648 

Prices quoted are effective Aug , 1967, FOB Maynard, Mass. , and apply in continental United States 
only. Federal, state or local taxes are not included. Option prices are for factory installation; field 
installation prices will be quoted upon request. All prices are subject to change without notice. 



*Does not include enclosure cost. 



SALES AND SERVICE 



MAIN OFFICE AIMD PLANT 

146 Main Street, Maynard, Massachusetts 01754 

Telephone: From Metropolitan Boston: 646-8600 

Elsewhere: (617)-897-8821 

TWX: 710-347-0212 Cable: Digital Mayn. Telex: 94-8457 

□ OMESTIC 



NORTHEASTERN 

NORTHEAST OFFICE: 

146 Main Street, Maynard, Massachusetts 01754 

Telephone: (617)-646-8600 TWX: 710-347-0212 

BOSTON OFFICE: 

899 Main Street, Cambridge, Massachusetts 02142 

Telephone: (617)-491-6130 TWX: 710-320-0468 

ROCHESTER OFFICE: 

455 Empire Boulevard, Rochester, New York 14609 

Telephone: (716)-482-2310 TWX: 510-253-3078 

CONNECTICUT OFFICE: 

129 College Street, New Haven, Connecticut 06510 

Telephone: (203)-777-5797 TWX: 710-465-0692 

MID-ATLANTIC 

NEW YORK OFFICE: 

1259 Route 46, Parsippany, New Jersey 07054 

Telephone: (201)-335-3300 or (212)-279-4735 

TWX: 710-987-8319 

NEW JERSEY OFFICE: 

Digital Equipment Corporation 

Route 1 & Ninanne Boulevard 

Princeton, New Jersey 08540 

Telephone: {609)-452-2940 

PHILADELPHIA OFFICE: 

Southampton Medical & Professional BIdg. 

Second Street Pike, Southampton, Pa. 18966 

Telephone: (215)-357-9450 (9451) TWX: 510-667-1724 

WASHINGTON OFFICE: 

Executive Building 

7100 Baltimore Ave., College Park, Maryland 20740 

Telephone; (301)-779-1100 TWX: 710-826-9662 

SOUTHERN 

HUNTSVILLE OFFICE: 

Suite 41 — Holiday Office Center 

3322 Memorial Parkway S.W., Huntsville, Ala. 35801 

Telephone: (205)-881-7730 TWX: 810-726-2122 



HOUSTON OFFICE: 

3417 Milam Street, Suite A, Houston, Texas 77002 

Telephone: (713)-523-2529 TWX: 910-881-1651 



MID\A/EST 

PITTSBURGH OFFICE: 

300 Seco Road, Monroeville, Pennsylvania 15146 

Telephone: {412)-243-8500 TWX: 710-797-3657 

CHICAGO OFFICE: 

69 North Broadway, Des Plaines, Illinois 60016 

Telephone: 312-299-0144 TWX: 910-233-0894 

ANN ARBOR OFFICE: 

3853 Research Park Drive, Ann Arbor, Michigan 48104 

Telephone: (313)-761-1150 TWX: 810-223-6053 

\A/ESTERN 

LOS ANGELES OFFICE: 
801 E. Ball Road, Anaheim, California 92805 
Telephone: (714)-776-6932 or (213)-625-7669 
TWX: 910-591-1189 

SAN FRANCISCO OFFICE: 

560 San Antonio Road, Palo Alto, California 94306 

Telephone: (415)-326-5640 TWX: 910-373-1266 

SEATTLE OFFICE: 

McAusland Building, 10210 N.E. 8th Street 

Bellevue, Washington 98004 

Telephone: (206)-454-4058 TWX: 910-440-2306 

DENVER OFFICE: 

Suite 205 — 

5200 South Quebec Way, Englewood, Col. 80110 

Telephone: (303)-771-1180 TWX: 910-935-0711 



INTERNATIONAL 



CANADA 

Digital Equipment of Canada, Ltd. 

150 Rosamond Street, Carleton Place, Ontario, Canada 

Telephone: (613)-257-2615 Telex: 013-442 

Digital Equipment of Canada, Ltd. 

39 Dundas Road East, Cooksville, Ontario, Canada 

Telephone: (416)-279-1690 Telex: 022-9665 

Digital Equipment of Canada, Ltd. 

640 Cathcart Street 

Suite 205 

Montreal, Quebec, Canada 

Telephones: (514)-861-5018, (514)-861-5179 

GERMANY 

Digital Equipment GmbH 

5 Koein, Neue Weyerstr. 10, West Germany 

Telephone: 23 55 01 Telex: 888 2269 

Telegram: Flip Chip KoeIn 

Digital Equipment GmbH 

8 Muenchen, Theresienstr. 29, West Germany 

Telephone: 29 94 07 and 29 25 66 Telex: 841 24226 

Telegram: Digital Muenchen 

ENGLAND 

Digital Equipment Corporation (U.K.) Ltd. 

3 Arkwright Road, Reading, Berkshire, England 

Telephone: Reading 83366 Telex: 851-84327 

Digital Equipment Corporation (U.K.) Ltd. 

13/15 Upper Precinct 

Bolton Road, Walkden, Worsley, Manchester, England 

Telephone: Walkden 5660 



FRANCE 

Equipement Digital 

22, rue du Champ de I'Alouette, 75-Paris 8° 

Telephone: 336-0384 Telex: 842-26705 

AUSTRALIA 

Digital Equipment Australia Pty. Ltd. 

89 Berry Street 

North Sydney, New South Wales, Australia 

Telephone: 92-0919 Telex: 790AA-20740 

Cable: Digital, Sydney 

Digital Equipment Australia Pty. Ltd. 
36 Outram Street 
West Perth, Western Australia 
Telephone; 214-993 



JAPAN 

Rikei Trading Co., Ltd. 

Kozato-Kaikan BIdg. 

No. 18-14, NishishimbashI 1-chome 

Minto-ku, Tokyo, Japan 

Telephone: 5915246 Telex: 7814208 



S\A/EDEN 

Digital Equipment Corporation 

Birger Jarlsgatan 110 Stockholm, Sweden 

Telephone: 32 25 98 and 32 24 83 

Telex: Digital Stockholm 17050 

Cabel: Digital Stockholm 



France 



08-35 



Printed in U. S. A. 



25-8/67 



